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1. Prior to late March 1952, Tolirspoliaoi Dienststelle (VI®) 9139 in liccerlehne, a 
specie., sipnal unit, numbered about A50 police, including n {.roup of- about 100 mg n 
i?ho wore ettendine a six-month radio connunication course and who were detach*'*™ * 
from the other VPDs. 

2. The VH) was orfaniaed into: the headquarters j 5 trainin'- companies with rr -uV’o~ 
riacc. strength of 90 to 100 men each; a do* handler section o> 30 men- rrd a ' 
courier section of the 1HTA of about 25 men with 12 sedans. The five colonies 
’-ere specializec as follows: 1st Co radio operations, 2d Co telephone con, uni~ 
cations, Go operntine of decimeter radio sets, lith Co telephone construction, 

Z™ 5 “ h Co la j' in C o:t ' underpround cables. All the sipncl equipment required for 
telephone anc racio, and four re. To trucks of the Soviet armed forces were avail - 
able. The period of instruction was scheduled to last three years, Dur<n<- tide” 
period, the qualified participants were to be detached to officer schools .“in- " 
eluding those of the sea end air police. ‘ 




The folio win;; officers were known to source by .last name, rank and position only: 


VP Komandeur ftoellich 
VP Rat f&ulus 
VP Rat Pecker 
VP lint Illepaic 
VP Rat r ip '-ox’s 
VP Obcrrat Id pica 
VP Qborlcorcr.issar f ens el 
VP Oberkonnissar Luck 


C onriandin*.- off! c er . 

Deputy comanding officer and PK chief. 
Chief of staff 
Director of training. 

Officer in charge of technical equipneiyt.. 
lupnly officer, 

Oorx andinr officer of the 1st Go* 
Oorxnandinr officer of the 2d Co, 
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VP OberkorirJ.ss nr Orunert 


Chief of the radio con 


rse 


VP Komnisoar fa chit e 
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Liaison officer to the rinistry of 
itate Security. & 


0 - "on t a The trainin ' pro; ran of the signal battalion of the HVA inc * udes 
n.l brnncfi.es 'of technical. ' sipnal training inc' udin*; special knowledge required. 
AO * nal commie at ions o.:. trie higher norland, ihorefore* the training' period 
:l3 t; tree years 9 and is lonrer that that of infantry or artillery schools. The 
Gipna.i personnel from VPD 91.30 is -l-le to serve • as cadre of oirnal. units c 
head fn: arbors , v . 


of hirher 
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